To: Gobla, Michael[mgobla@usbr.gov] 

From: Way, Steven 

Sent: Tue 9/8/2015 8:12:59 PM 

Subject: GK flow information over the period 2009 - 1 5 from EPA data set 

GK Flow Variabilitv.pdf 
Gold King Flow Variability. docx 


Mike - as you requested here are data for Gold King flows. The ARSG data base may be other 
flow data; however the flume was installed by DRMS in 2009 closure work. 


Steven Way 

Federal On-Scene Coordinator 
Emergency Response Unit 
US EPA - Region 8 
1595 Wynkoop Street 
Denver, CO 80202 


Office: 303-312-6723 
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